TREASURY DEPARTMENT, 


BUREAU OF THE MINT, 

Washington, d. c., January 31, 1890, 


The Superintendent, U.S. Mint, 


Philadelphia, Pa. 


Sir: 


Referring to your letter of yesterday, relative to the storage of 
silver dollars in the new vault, I presume that the letter from this 
bureau of yesterday is a sufficient answerf 1- but^that there may be no 
misunderstanding in the matter^l will repeat^that I desire all the 
silver dollars now in the mint, not needed for current business, to 
be stored in the new vaull^whieh will be sealed by representatives of 
three officers, both the compartments and the vault itself, and the 
seal on the outer door of the tig vault is not to be broken for the 
present. The future coinage will be stored in the vacant vaults. At 
some future time, some years hence possibly, it may be necessary to 
re-open the large vault, but we will put it off as lopg as possible, 

I desire that the coins stored under Mr. Preston’s seal, in vault 
*F' be stored in the new vault, the object being, as you will under¬ 
stand, to have all the coin possible under the seal of three independ¬ 
ent officers. 



Erector. 
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[Abstract:] Relative to storage of Silver Dollars in new vault. 


Treasury Department, 

Bureau of the Mint, 

Washington, D.C., January 31, 1890. 

The Superintendent, U.S. Mint, 

Philadelphia, Pa. 

Sir: 

Referring to your letter of yesterday, relative to the storage of silver dollars 
in the new vault, I presume that the letter from this bureau of yesterday is a 
sufficient answer; but, that there may be no misunderstanding in the matter, I will 
repeat, that I desire all the silver dollars now in the mint, not needed for current 
business, to be stored in the new vault, which will be sealed by representatives of 
three officers, both the compartments and the vault itself, and the seal on the 
outer door of the big vault is not to be broken for the present. The future coinage 
will be stored in the vacant vaults. At some future time, some years hence 
possibly, it may be necessary to re-open the large vault, but we will put it off as 
long as possible. 

I desire that the coins stored under Mr. Preston's seal, in vault "F" be 
stored in the new vault, the object being, as you will understand, to have all the 
coin possible under the seal of three independent officers. 


Very respectfully, 
E.O. Leech 
Director. 



